ie ees ANS DananhnaNS Scoville, Hecbvery 1422-193] 


(67 Wall ey 


ere May 13th, 1922 


Herbert Scoville, GSQe . 
67 Wall Street 
New Yark City 


Dear Ur. Seoville: 
i nae 


I beg to thank you,on behalf of the Society, 


for your contribution toward the purchase of the 


\ 


platinum three-ruble piece which we have now ac- 
quired, ang which is the first piece in this metal. 


\ 


| the Society has. 


i 


Bery truly yours, 
y 


HW/s 


Herbert Scoville, Esqe 
67 Wall Street 
New York City 


Dear Mr. Scoville: 3 | « 


Mre Newell, I think, brought up at the Council 

_ meeting, the fact that several cf cur medals were 
_ coming up in the recent sale held by B. Max Mehl, in- 
cluding, among others, the medal struck by the Society 
to Sommemorate the States entry into the Greatt War, 
which, I understand, you would be interested in getting. 

_ 2 am sending down to the Council meeting, ali of | 
the medals which we are getting in Menhl's sale, as I 
think that Council ehould have first choice of any we 
have for sale. 


Very truly ycurs, 


Curator 


Meek e * ‘ 
al | Nar heey Saeed ANY) ph git Te 


November 4, 195). ‘ 


Mr. Herbert Scoville a | 
67 Wall Street | 
New. York City. 


Dear Mr. Scoville: at : ad Eee 


I was sorry I wasn’t here yesterday, as I have not — 
seen you for a long while. I have studied the Ferrara gold coin wit 
a good deal of care. My first impression was that I did not like it 
and I have not broken this opinion. I hate to condem any coin with 
giving good reasons, Here are some of them: . 


/ I never saw a Medieval coin with this surface. I. 
saw a Medieval coin struck quite like this. The head, on first sight, 
looks good, but, studving it earefully unde a glass Wione side of others: ) 
of the time convinces me that this is a modern die cutting. The cutting 
of the chain link collar clearly shows the man did not know what he was 
doing. Commmre this with this coin in various Italian sale catalogues, 
The lettering on the obverse looked fairly good. The R's are not made ~ 
quite right; the E*s are peculiar and the S is entirely different than th 
S*s on his other coins. The word Ferrara is spelled wrong, only one R 
on the coin in question. The only other instance 1 ever noted with the 
spelling of Ferrara with one R is in the Vaccari Sale, Santa Maria 1924, 
Lot 1192. When you examine this coin closely, it was undoubtedly made by - 
the same man that mde our gold coin and I do not at all like the looks 
of this Vaccari coin. I think that is a fake also. cn 

. ya ieee 
Now for the reverse. This reverse is bad. It does not — 

have a Medieval look. The outline, in places, is counter-sunk. The che st 
is awful. There is no’ top of the pennant which you, find on other coins. — 
The S's are very bad and the lettering is uneven in size and the Lin _— 
"CLE" is made wrong. There are any other little points, but I think I 
have brought up enough. I am herewith returning the coin. Kee 


Very truly yours, 


HW: JG 


